Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

LIMITED OFFICIAL USE 

PAGE 01 ROME 14164 021628Z 
ACTION EUR- 12 

INFO OCT-01 EA-10 ISO-OO OES-09 PM-05 ACDA-12 CIAE-00 
INR-10 10-13 L-03 NSAE-00 NSC-05 EB-08 NRC-05 
SOE-02 DODE-OO SS-15 SP-02 CEQ-01 /113W 

049957 031157Z/46 

R 021530Z AUG 78 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 4631 
USDOE WASHDC 
AMEMBASSY BRUSSELS 
AMEMBASSY TOKYO 


LIMITED OFFICIAL USE ROME 14164 

DEPT FOR SALISBURY, EUR/RPE - PASS LAFLEUR, NRC/OIP 
DOE FOR VANDERRYN, IA 

BRUSSELS FOR MORRIS, USEC, AND PURPLE, DOE 
TOKYO FOR HENOCH, DOE 

E.O. 11652N/A 

TAGS: ENRG, TECH, MNUC, IT 
SUBJECT: ESSOR REACTOR 

REF: ROME 6593 

MFA OFFICIALS RECENTLY INQUIRED ABOUT POSSIBILITY USG INTEREST 
IN THE ESSOR REACTOR AND THE SARA PROGRAM. ANY RECENT 
INFORMATION ON OUR INTEREST AND INTENTIONS WOULD BE APPROCIATED . 
HOLMES 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RESEARCH, NUCLEAR REACTORS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ROME14164 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780318-0116 
Format: TEL 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 07/aaaadlns. tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: ec008b58-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EUR 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 ROME 6593 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1560219 
Secure: OPEN 
Status: NATIVE 
Subject: ESSOR REACTOR 
TAGS: ENRG, TECH, MNUC, IT 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ec008b58-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 
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